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HYDERABAD , FRIDAY, JULY 12 , 2019 . 
NOTIFICATIONS BY GOVERNMENT 


No. 135 ] 


MUNICIPAL ADMINISTRATION AND URBAN DEVELOPMENT DEPARTMENT 

(MA) 


DIVISION OF YELLANDU MUNICIPALITY INTO TWENTY FOUR ( 24 ) WARDS IN BHADRADRI 

KOTHAGUDEM DISTRICT FINAL NOTIFICATION . 


[G . O .Ms.No. 197, Municipal Administration & Urban Development (MA), 7th July , 2019.) 


In exercise of the powers conferred by sub - section ( 1 ) of section 10 of the Telangana Municipalities Act, 1965 
read with Telangana Municipalities (Division of Municipalities into wards) Rules , 2019 , issued in G .O .Ms.No.78 , 
Municipal Administration and Urban Development (MA ) Department, dated 29.06 . 2019 , the Governor of Telangana 
hereby notify the division of Yellandu Municipality into twenty four (24 )wards as described in the Annexre appended 
to the notification with immediate effect . 
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Annexure 


YELLANDU MUNICIPALITY :: BHADRADRI KOTHAGUDEM DISTRICT 


DESCRIPTION OF WARD BOUNDARIES 


WARD NO 1 


North 


East 


Its Start from Yellandulapadu lake and moves in east direction up to Dharga Road at 
Satyanarayanapuram . 
Its Start from Satyanarayanapuram Road and Moves in Southwest direction up to 
Sadineni Laxmaiah Statue then turns towards east direction and moves up to town 
boundary, turns towards south direction and moves along the town boundary and 
finally meet at Balaji Talkies. 
Its Start from Balaji Talkies and moves along the Pochamma temple in southwest 
direction up to Mission School. 
Its Start from Mission School and Moves up to Yellandulapadu Cheruvu in North 
Direction . 

WARD NO 2 


South 


West 


North 


Its Start from town boundary at satyanarayanapuram Dharga road and moves in east 
direction up to town limits 
Its Start from ending point at northeast corner of the town at Satyanarayanapuram and 
Moves up to ZPHS , Satyanarayanapuram . 
Its Start from ZPHS , Satyanarayanapyram and moves up to Sadineni laxmaiah statue. 


East 


South 


Itsch 


West 


Its Start from Sadineni Laxmaiah Statue and moves in northeast direction up to town 
limits . 

WARD NO 3 


North 


East 


Its Start from Pochamma Temple and moves in east direction along the HNo 6 - 1 -200 up 
to northeast corner of Bariyal ground . 
Its Start from Northeast corner of Bariyal Ground and moves in south direction up to 
Buggavagu . 
Its Start from Buggavagu and moves along the Yerukalawada then meet at Buggavagu 
Bridge : 
Its Start from Buggavagu Bridge and moves along the main road , Royal Tea Stall, GCC 
Godown ends at Pochamma Temple . 

WARD NO 4 


South 


West 


North 


It Start from rice mill near buggavagu and moves towards northeast direction along the 
Buggavagu up to H NO 1-1 -30 
It Start from H No 1 - 1-30 andmoves towards H No 1-2-70 /1. . 


East 


South 


It Start from H No 1- 2-70 /1 and moves towards Old Bus stand center 


West 


It Start from Old Bus stand center to Rice millnear Buggavagu in northwest direction . 
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WARD NO 5 


North 


East 


South 


It Start from H No 1 - 1-31at Buggavagu and moves along the Buggavagu in northeast 
direction up to Satyanarayanapuram Road 
It Start from Satyanarayanapuram Road at Barlapenta Area and moves towards CPI 
memorial Sthupa 
It Start from CPI memorial Sthupa and moves in southwest direction up Bhagathsingh 
Statue 
It start from Bhagathsingh statue and moves in northwest direction up to H No 1- 1-31 at 
Bhuggavagu 

WARD NO 6 


West 


North 


It Start from Hazarath Khaseem Dharga Shareef and moves in northeast direction up to 
Hindu Smashanavatika . 
It Start from Hindu Smashanavatika and moves in South direction up to H No 1- 4 - 169 


East 


South 


It Start from H No 1- 4 -169 and moves along the Kabharasthan in southwest direction 
and ends at South corner of Kabharasthan . 
It Start from South corner of Kabharasthan and passing through Bhajanamandhir 
Bhagathsingh statue, CPI memorial Sthupa in north direction and finally ends at 
Hazarath Khaseem Dharga Shareef . 

WARD NO 7 


West 


North 


East 


It Start from Old Busstand center and moves towards northeast direction up to H No 1 
3 -71. 
It Start from H No 1-3 -71 and moves in southeast direction up to H No 1-4- 136 then 
ends at Nala at H No 1- 6 -85 
It Start from Nala at H No 1- 6 -85 and moves in southwest direction up to H No 1-6 -77 
then moves towards Northwest direction up to CRC Building then moves in southwest 
direction up to RR Chicken center atmain road . 
It Start from RR Chicken center and moves in Northwest direction up to Old busstand 
center 

WARD NO 8 


South 


West 


North 


East 


It Start from RR Chicken center at main road and moves in northeast direction up to CRC 
building then moves in southeast direction up to H No 1-6 -77 then moves in northeast 
direction up to Nala at H NO 1 -6 -85 then moves towards Kabharasthan road in north 
direction . 
It Start from H No 1-8 -99 / 6 at Kabharasthan and moves in southwest direction up to 
Govt. well center 
It Start from Govt.well center and moves in southwest direction up to H No 1 -8-36 then 
moves in southeast direction up to kolimi center. 
It Start from Kolimi center and passing through Jagadambha center and west direction 
then moves towards RR Chicken center in northwest direction . 


South 


West 
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WARD NO 9 


North 


East 


It Start from Kolimi center and moves in northwest direction up to H No 1 - 8 - 36 then 
moves along the Govt. well center and ends at Kakatiya Water Tank . 
It Start from Kakatiya water tank and moves in south direction up to Govt . Hospital 
center. 
It Start from Govt. Hospital Center at H No 4 - 1- 10 / 1A and moves towards south 
direction up to H No 4-1-54 near Saahithi Degree College. 
It Start from H No 4 - 1-54 near Saahithi Degree College and moves in northwest direction 
up to Haveli Restaurant and finally ends at Kolimicenter. 

WARD NO 10 


South 


West 


North 


It Start from Kabharasthan South corner and moves in northeast direction up 
H .No 1-4 - 169 


East 


South 


It Start from H No 1 -4 - 169 andmoves in southeast direction up to SingareniHospital and 
Anjaneya Swamy Temple at JK Colony Quarters . 
It Start from Anjaneya Swamy Temple at JK Colony Quarters and moves in southwest 
direction up to main road at MLA Camp office. 
It Start from Main road at MLA Camp office and moves in northwest direction up to 
Govt . Hospital center then moves towards Kakatiya Tank in north direction and moves in 
northwest direction along the Govt . well center up to Kabharasthan south corner. 

WARD NO 11 


West 


North 


It Start from JK Colony Bus stop and moves in southeast direction up to Municipal limits 
at Ayyappa Swamy Arch 


East 


South 


It Start from Municipal limits at Ayyappa Swamy Arch and moves towards south 
direction up to compound wall of TS residential hostel then ends at Banjara Bhavan . 
It Start from Banjara Bhavan and moves in northwest direction up to R & R Colony arch at 
Kata road . 
It Start from R & R arch at kata road and moves in north direction up to JK Colony Bus 
stop . 

WARD NO 12 


West 


North 


East 


It Start from R & R Arch at Kata road and moves in southeast direction up to Banjara 
Bhavan . 
It Start from Banjara Bhavan and moves in south direction along the Smashanavatika up 
to Edga . 
It Start from Edga and moves in west direction up to bypass road at SCCL OC Office. 


South 


West 


It Start from SCCL OC Office and moves in north direction up to R & R arch along the Kata . 
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WARD NO 13 


North 


East 


It Start from Jagadambha center and moves in east direction up to Haveli Restaurant & 
H No 4 -1-54 then moves towards northeast direction up to H No 4- 1- 10 / 1A then moves 
towards east up to JK Colony Bus stop . 
It Start from JK Colony Bus Stop and moves up to R & R Arch on Kata Road in south 
direction . 
It Start from R & R Arch at Kata Road and moves in northwest direction up to 
Jagadambha Water Tank . 
It Start from Jagadambha Water Tank and moves in north direction up to Jagadambha 
Center. 

WARD NO 14 


South 


West 


North 


It Start from Govt . College road at Jagadambha Water tank and moves in southeast 
direction up to R & R Arch . 


East 


South 


It Start from R & R Arch at Kata Road and moves along Kata in South direction up to D 
Block Houses. 
It Start from D block Houses and moves in northwest direction on bypass road near 
Govt. College 
It Start from bypass road near Govt . College and passing along the Govt. College in north 
direction and finally ends atGovt. College road near Jagadambha Water Tank . 

WARD NO 15 


West 


North 


East 


It Start from Bypass road at Chakali Ilamma Community Hall and moves in east direction 
up to H No2- 3 -36 then moves in southeast direction up to Sai Baba Temple & 
Jagadambha Center 
It Start from Jagadambha Center and moves in southeast direction up to H No 4 -2- 181. 
It Start From H No 4 -2-181and moves in southwest direction up to Bypass road near 
Govt. Jr . College 
It Start from Bypass road near Govt . Jr . College and moves in northwest direction up to 
Chakali llamma Community Hall. 

WARD NO 16 


South 


West 


North 


It Start from Bypass road near Chakali Ilamma Community hall and moves in northeast 
direction up to H No 2- 2- 42 then movies in northwest direction up to H No 2 -2 -9 then 
ends at Shivalayam . 
It Start from Shivalayam and moves in southeast direction up to Jagadambha center 


East 


South 


It Start from Jagadambha center and moves towards Sai Baba temple in southwest 
direction then moves towards H No 2 - 3 - 36 in northeast direction . 
It Start from H No 2 -3-36 and moves towards Chakali Hamma Community Hall and 
Bypass road in northwest direction . 


West 
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WARD NO 17 


North 


East 


It Start from Railway track at Bypass road and moves towards northeast direction up to 
Buggavagu Bridge . 
It Start from Buggavagu Bridge and moves in southeast direction up to Jagadambha 
Center. 
It Start from Jagadambha center and moves in northwest direction though the Nehru 
Chowck , Gandhi Chowck and Shivalayam . 
It Start from Shivalayam and moves in South direction up to H No 2 - 2 -42 then moves in 
northwest direction towards railway track at Buggavagu / Bypass Road . 

WARD NO 18 


South 


West 


North 


It Start from H No 5 -3 -68 atmain road and moves in northeast direction through Govind 
Center, Bus Stand center. 


East 


It Start from Busstand Center and moves towards Buggavagu Bridge in southwest 
direction on main road . 


South 


It Start from Buggavagu Bridge on main road and moves along the buggavagu up to 
town limits . 
It Start from Municipal Limits at Buggavagu and railway tract Junction Point in north 
direction and ends at H No 5 - 3 -68 . 

WARD NO 19 


West 


North 


It Start from Railway track near H No 5 - 5 -39 / 1 and moves in east direction along the H 
No 5 - 5 -60 , H No 5 - 5 - 95 , 5 - 5 -97 and moves east direction up to Gandhi Statue . 


East 


South 


It Start from Gandhi Statue and moves in north direction up to Railway Track then 
moves along the Railway track up to town limits in South east direction . 
It Start from Railway Track near town limits and moves in west direction up to 
Smashanavatika 
It Start from Smashanavatika and moves along the town limits in north direction up to 
Railway track . 

WARD NO 20 


West 


North 


It Start from Anjaneya Swamy Temple at Mahabubabad Road and moves towards north 
direction up to SCCL GM Quatersthen moves in east direction up to H No SD 158 then 
moves in south direction up to DSP Office then moves in east direction up to H NO 5 -4 - 1 


East 


It Start from H No 5 -4 -1 moves in south direction up to Nagasai Gadda, Sai Baba temple 


South 


It Start from Nagasai Gadda Sai baba Temple and moves along the railway track up to 
Station Basthi Road then moves towards Mazeed in south direction then moves in west 
direction up to H No 5 -5 -97 
It Start from H No 5 -5 - 97 and moves in north direction up to HNo 5 -5 -95 then moves 
towards west direction up to 5 - 5 -60 and meets Railway track in north direction then 
moves toward west direction up to SCCL Security Office then moves in northeast 
direction up to Anjaneya Swamytemple on main road . 


West 
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WARD NO 21 


North 


Its Start from Singareni Toilets and moves in northeast direction , by touching H No 1 
7 -58 / 1A then moves up to Vinay Zym . 
| Its Start from Vinay Zym and moves along the Magistrate Court and ends at Govind 
center 
Its Start from Govind center and moves up to DSP Office in west direction . 


East 


South 


West 


Its Start from Opposite House to DSP office and moves up to Singareni Toilets in 
north direction . 

WARD NO 22 


North 


Its Starts from 24 Area Center and moves up to H No 1 -8 - 113 located at Pakal road 


East 


South 


Its Starts from H No 1 - 8 - 113 moves up to H No 1 - 9 - 1 and moves in west direction up 
to Super Market then turns towards south direction moves up to Vinay Zym Center. 
then moves up to Singareni toilets in Southwest direction . 
Its Start from Vinay Zym Center and moves up to Singareni toilets and YOC Club in 
Southwest direction . 
Its Start from YOC Club and moves up to 24 Area Center in north direction 

WARD NO 23 


West 


North 


East 


Its Starts from water tank at Arnbethkar nagar and moves in each direction up to 
Cheruvu katta 
Its Start from Cheruvu kattta and moves towards south direction up to HNo 1 -8 - 112 
then turns towards southwest direction up to 24 Area center and moves in south 
direction up to YOC Club . 
Its Starts from YOC Club and moves in west direction up to Singareni Gournd road 
Its Starts from Singareni ground front side and moves along the ground road up to 
33 / 11KV substation then ends atwater tank. 

WARD NO 24 


South 


West 


North 


East 


Its Start from Cheruvukatta Starting point at Pakal Road and moves in east direction 
up to water Channel. 
Its Start from Water Channel and moves in south direction by touching mission 
school up to Yellandulapadu road , then crossing road at GCC Godown and Meet the 
main road at Royal Tea Stall near New Busstand. 
Its Start from Royal Tea Stall and moves in west direction up to Govind Center. 
Its Start from Govind Center and moves along the Magistrate Court , Vinay Zym 
Center, Singareni Super Bazar and finally ends at Cheruvukatta Starting point. 


South 


West 


ARVIND KUMAR , 
Principal Secretary to Government. 
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